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MEMORANDUM FOR: | | 

Chief, Building Planning Staff 

FROM: I ] 

DDS§T Member, Building Planning Committee 

SUBJECT: . Planning For New Building 


I have attached a compilation of data on the various 
types of non-office space used by DDSfjT offices. It includes 
only those components identified in my memo of 17 July 1981 
as currently being considered for location on the Headquarters 
compound. I 


Attachment : 
As stated 
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0D§E : 



Type of Space 

'"Sq . Ft 

* 

Wk. Sta 






• 


1 Conference jkfom 

300 


0 



3 Conference 1 *’ Rooms 

500 

ea 

0 


1 Class )i po'om 

900 


0 


3 Copy'" Centers 

200 

ea 

0 


1 ^Storage Room 

200 


0 


3^ Registries 

500 

ea 

15 


3 CRT TermjL.nal_Rpo.ms f>-o „3M. 

„eji_ 

_J) 

(1987) 

3 Conference Rooms 

300 

. ea 

0v 


4 Conference Rooms 

500 

ea 

o. 


1 Classroom 

1200 


0 ~ 


4 Copy Centers 

200 

ea 

0* 


1 Storage Room 

600 


o. 


1 Registry 

2000 


18. 


4 CRT Terminal Rooms / 

***** 300 

ea 

0* 


4 Word Processing Centers*^ 300 

ea 

o„ 

• 

HQS BUILDING 

1 Registry 

200 


2 

(1981) 





Total 0D£jE Work 

Stations: 516 (1987) 






862 (2000) 




ORD (1981): 





9 

AMES BUILDING 

Registry 

560 


2 


Library 

840 


1 


Xerox Room 

140 


0 


Conference Room 

■ 1000 


0 


Screened Computer Lab 

10000 


3 


Storage 

500 


0 

Total ORD Work Stations: 140 (1981) 





160 (2000) 
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DDS$T Non-Office Space Estimates for New Building 


STAT 


Type of Space 


Sq. Ft. 


Wk. Sta, 


• KEY BUILDING 



• BROYHILL BUILDING 


Printshop 
Photolab 
Supply Room 
Loading Dock 


1500 £/ 

8 • 

500 \S 

1 

200 . * 

0 

300 *■ 

0 

200 • 

0 

200 » 

0 

200 * 

0 

400*'' 

3 

5500 i' 

55 

2JQJQJ0 

20) 

2000 ty' 
-8-0-0 

0 

'0) 

750 

0 

4500 {/ 

12 

730 */ 

1 

500 tx' 

0 


STAT 




TOTAL 


Work Stations: 


508 (1987) 
554 (2000) 


STAT 
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0S0 (1981): 
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• HEADQUARTERS 



25X1 • 



Type of Space 

Sq. Ft. 

Wk. Sta. 

Conference Rooms 

1280 ^ 

0 

Terminal Rooms 

720 ^ 

0 

Class Room 

400 

0 

Equipment Room. 

210 ^ 

0 A A MMk 

Registry 

650^ 


Store Room 

12 0 

0 

. Terminal Room 

660 ^ 

0 

Tape Storage 

210 ‘ — " 

0 

/V}<£ Machine Shop 

1072 

9 

'i\//4Maintenance Shop 

1560^ 

9 

Laboratory 

4822^ 

19 

/^Watch Office 

1426 

4 

Lab 

5500 

15 

/^-Staging 

7875 ^ 

11 17 

Storage 

3900^ 

0 

Registry 

435 K 

3 

Classroom 

3500 vX 

8 

Vaulted Storage 

200 

0 


Total 0S0 Work Stations: 


328 25X1 

83 
53 
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ODDSfrT (1981) : 

• HEADQUARTERS 


Ty pe of Space Sq. Ft. 


Conference Rooms 750 
Projection Room 213 
Registry 825 
Film Storage 150 
Graphics Shop 1098 
Reproduction Room 14.4 
Kitchen and toilet 18,4 
Reception Area 112 


Wk. 


Total ODDSfqT Work Stations: 50 
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OTS (1981) : 

• SOUTH, E AST, 
CENTRAL , | 

I I S-HQS 


Conference/Briefing 1815 
Classroom/Training 

(including shop space) 5247 
Storage 7800 
Lab/Shop 28450 


0 

2 

0 

82 


Total OTS Work Stations: 422 
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